To: Ward, W. Robert[Ward. Robert@epa.gov] 

From: Minoli, Kevin 

Sent: Wed 8/12/2015 1:39:33 AM 

Subject: Re: Gold King 

Can I call between 8:00-8:30 your time (tonight)? 


Kevin S. Minoli 

Principal Deputy General Counsel 
Office of General Counsel 
US Environmental Protection Agency 
Office Line: 202 - 564-8064 
Direct Dial: 202 - 564-5551 

On Aug 1 1, 2015, at 9:29 PM, Ward, W. Robert < W a rd .R obcrt@epa.gov > wrote: 

Hi, Kevin, 

When you have a minute, I would like to share a thought I had tonight about an on- 
going role I might play in Gold King. Thanks, Bob 
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